HOLY  TRINITY  CATHOLIC  CHURCH 

Orangeburg,  S.  C. 
One   of   Orangeburg's   most   beautiful   Churches  was 
built  in    1894   at  its   present  location  on  Amelia  St. 
Weekday  Mass  at  7  A.M.  and  Sunday  at  8  A.M.  and 
10:30  A.M. 

Photographed  by  Ernest  Ferguson 
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